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NARA RG104, Entry 1, Box 152 


The Fidelity Insurance, Trust and Safe Deposit Company. 
Philadelphia, 
May 14, 1888 


Hon. Daniel M. Fox, 
Supt. U.S. Mint, Phil. 


Dear Sir: 
If convenient, you will oblige by furnishing me replies to the following queries. 
1. What was the date of the first deposit at the Phila. Mint of California gold? 
2. What was the value of such gold received during the calendar year 1849? If you could 


furnish this information by months I should prefer it, but that is not material. 


Yours respy. 
R. Patterson 


